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4.6 Composite samples to be tested for milk fat must be tested not later
than the third day after the end of the sampling period. Composite
samples must be held under refrigeration and in condition for re-
testing for a maximum of 10 days beyond the end of the sampling
period to permit check testing by inspectors.
4.7 Composite samples, while being compiled, must be stored in the
processing plant at all times.
5. SAMPLE CONTAINERS:
5.1 Composite samples must be put in approved, airtight, round bottles
which must be clean, dry, and free from cracks or chips. The sample
bottles must have sloped shoulders with the neck not less than 14
inch in diameter and fitted with a tight rubber stopper permanently
attached to the bottle.
5.2 Composite milk sample bottles must be not less than 8 ounces in
capacity and must be etched for proper identification. Each com-
posite sample bottle must be clearly identified as to a patron's name
or number.
5.3 It is recommended that plastic sample bags be used for the sampling
of bulk deliveries although composite bottles meeting the specifica-
tions and requirements under 5.1 and 5.2 of this section may be used.
If bottles are used they must be fitted with Mojonnier rubber closure
M427 rather than a regular stopper. Plastic bags and bottles must be
iced from the time they are picked up until arriving at the processing
plant. When bottles are used they should be carried in a suitable
rack that will keep them upright in ice water and a drain should be
provided in the truck's sample compartment to prevent the accumu-
lation of ice water.
5.4 Only a licensed sampler or tester shall properly mix single bulk tank
samples from producers before adding the required amount to the
composite sample bottle in the processing plant.
6.0 All rules and regulations heretofore passed by the department which
are in conflict therewith are hereby repealed.
These rules and regulations shall become effective on July 1, 1960.
BOARD OF BANK CONTROL
Small Loan Companies
Promulgated under authority of Section 8-56, Code of Laws of
South Carolina, 1952, and Act No. 310 of 1957
(Filed in the office of the Secretary of State September 10, 1959)
Regulation 1-S. L. (As Amended)
Definition: Section 2(a) of Act 310 of 1957, Rule 1.
"Person" shall include individuals, partnerships, associations and cor-
porations through which business is conducted.
Name of Manager: Section 3(a) of Act 310 of 1957, Rule 1.


